Silicosomes could be used to release drugs over longer periods of time, even than drug releasing implants, or also made a component of multi century drug releasing implants, ethynyl fluororapamycin which has a dose effectiveness to provide more than a couple thousand years of activity with a one gram depot dose could benefit from silicosomes to release drugs, an injection of silicosomes, less effort than an implant, could gradually release ethynyl fluid O rapamycin gradually during thousands of years of longevity heightening drug dosing 
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